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KnOUT Regular Gypsum Board (RG) 

Knauf Regular Gypsum Boards (RG) are gypsum wallboards whose front and back 
surfaces, and long edges, are sandwiched in a board liner. They are lightweight 
boards that provides higher sound insulation and fire-resistance properties than 
conventional building materials. 
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Product Specifications 



Light weight constructions. 
Easy, fast and dry application. 
High sound insulation values. 
High fire-resistance properties. 
A material that breathes and 
balances room climate and 
humidity levels. 
Environment friendly. 
Provides flexibility in designs. 

Drywall Partitions. 
Suspended Ceilings. 
Prefabricated Building Units. 
Furring and Drylining. 
Rennovations. 



Appearance : 


Ivory face and grey back paper 


Thickness : 


12,5, 15 and 18mm 


Width : 


1200 mm 


Length : 


2400 mm 




2800 mm 




3000 mm 


Weight : 


12,5mm: nominal 9,7 kg/m 2 




15mm : nominal 11,6 kg/m 2 




18mm : nominal 15,5 kg/m 2 


Water Absorption : 


30-50% 


Density : 


720 kg/m 3 (±10%) 


Finishing System : 


Plaster or Tape & Jointed Ivory 




Decorative Face 



Knauf gypsum boards are manufactured from high quality 
gypsum, with a purity of not less than 95% Stringent 
quality control procedures apply to the manufacturing 
process, in full compliance with EN ISO 9001:2000 and 
BS1230: Part 1:1985. 
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Disclaimer: 

The information provided in this leaflet is only 
intended to give guidance in selecting and using 
Knauf products. While we make every effort to 
ensure its accuracy, neither Knauf LLC nor any of 
its employees or affiliates warrant or assume any 
legal liability or responsibility for the completeness 
or usefullness of any failure in installing or 
constructing any structure installation or building 
or caused by using this leaflet. Readers are 
advised to independently verify this information 
prior to raying on it. In particular, readers must 
obtain appropriate independent advice on the use 
of products in specific structures, installations or 
buildings to ensure compliance with all 
regulations, including health and safety 
regulations. 




Knauf Regular Gypsum Board 
complies fully with the requirements 
of the following standards: 



Standard 


Category 


BS1230 


Type 1 


EN 520 


Type A 



Edge Detail 

Square Edge (VK) 



Taper Edge (AK) 
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